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ADDITION TO BULLETIN 138 (ISSUE 5) 
ADJUSTMENTS - TYPEBAR PAGE PRINTER 
MODEL 15 


Add the following note immediately after the text of 
the "Function Lever Bail Adjustment - Two Piece (Figures 23 and 
24)" on page 13 and after Paragraph (3) of "Function Lever Bail 
Adjustment - One Piece (Figure 24)" on page 14: 


NOTE: A minimum clearance of .025" is permissible between 
the rear edge of the No, 1 vane and the front edge 
of the transfer contact function lever when the 


typing unit is equipped with the station selector 
mechanism, 


Printed in U.S.A. 


